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Telephone  Company.     These are  now understood to  be ready for shipment and are expected to arrive at site  early in 194].   The materials for mast and earth system have been received and these have now been erected at site.    The preliminary survey in connection with the extension of a 3*3 K. V. Power line from the Trivandrum Power House to the-Transmitter station has also been completed and the construction work is being commenced.   It is now expected that the station will be ready for operation by the middle of 1941.
A wave length of 455*926 metres has been allotted to the stations by the Government of India.
Stores Purchase Reform
Almost within a few days of assuming charge as Dewan Sir C P. Ramaswamy Aiyar discovered the leakage of Government money in the matter of the purchase of stores of various kinds for the various Departments which has been going on under a system instituted years ago. Under this system the purchase of articles required by the various Departments of' Public Service in the State was regulated by a set of Store Rules given as an Appendix-to the Account Code. Under these-rules, the Departmental Heads made the purchases either by auction in the case of articles which it would be cheaper and more convenient to get from local market, or by calling for tenders, if the supply could not be arranged under the auction system. The Departmental Heads were authorised to make direct purchases from recognised firms when the articles were urgently required and also from particular firms in cases where the articles were manufactured only by those firms.
Experience showed that the arrangements described, above were not satisfactory in working. In the first place, each Department placed its orders for the same class of goods separately, and even in the same Department the whole of the annual requirements was not estimated in advance and consolidated orders were not placed, with the: result that the advantages of wholesale purchase on a large.